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Module  5-1

Lesson  Topic  5-1-3

3.      A further aid to the technician in checking the
interconnection of the wires  or cables between
the major units/assemblies  is provided  in the
"Interconnection and Test  Cables  Table."   This  table
is  located   in section  II of  the HIM  for  the
airborne  search radar trainer.

Table 2-5   consists of two parts;   table 2-5A lists
data for   the interconnecting cables  used during
normal operation;  table 2-5B lists  the data for
the test  cables.

The data  is  provided in four vertical  columns.
Beginning on the left of the tables,   the first
column lists the reference designator in numerical
order,  Wl through W20.

The second  column lists   the part number for each
cable.     The   third and fourth  columns  list  the
plug/jack  reference designators.

Refer to  table 2-5 and list  the  information provided
in the four columns.

a.    First  Column - ______________

b.    Second  Column - ______________

c.    Third  and Fourth Columns -

12tified by the applicable
